[2024-05-28T07:00:58.009868Z] [info] Preparing cgroup to start isotovideo
[2024-05-28T07:00:58.010361Z] [info] Using cgroup /sys/fs/cgroup/systemd/openqa.slice/openqa-worker.slice/openqa-worker-auto-restart@20.service/4226814
[2024-05-28T07:00:58.010537Z] [info] Starting isotovideo container
[2024-05-28T07:00:58.012052Z] [info] isotovideo has been started (PID: 63630)
[2024-05-28T07:00:58.013076Z] [info] 63630: WORKING 4226814
[2024-05-28T07:10:39.300252Z] [info] Uploading autoyast_btrfs_quota.xml
[2024-05-28T07:10:39.361199Z] [info] Uploading clone-autoinst.xml
[2024-05-28T07:10:39.402545Z] [info] Uploading clone-installedSystem.xml
[2024-05-28T07:10:39.447909Z] [info] Uploading clone-y2logs_clone.tar.bz2
[2024-05-28T07:10:39.539441Z] [info] Uploading repos-y2logs.tar.bz2
[2024-05-28T07:10:39.597519Z] [info] Uploading video.webm
[2024-05-28T07:10:39.650144Z] [info] Uploading autoinst-log.txt
[2024-05-28T07:10:39.723184Z] [info] Uploading worker-log.txt
